Amherst Drug Analysis Laboratory 
Major Equipment Wish List 


Equipment 

Approximate Cost 

Justification 

Gas Chromatograph/Mass 
Spectrometer 

$91,000* 

Instrument is over 10 years 
old, manufacturer is going 
to discontinue support 

Gas Chromatograph 

$36,000* 

Instrument is over 10 years 
old, manufacturer is going 
to discontinue support 

Fume Hood 

** 

Hood is over 40 years old, 
needs replacement. 

Alarm System 

** 

System is 14 years old, 
needs upgrading and 
expansion. 

Safe 

** 

This is for items assigned 
for to the lab for analysis, 
we need more space. 

Glassware Washer 

** 

Existing washer is 20 years 
old, it is unlikely that it 
could be repaired if it failed. 


* This is the full price, currently Agilent is offering a 15% trade-in discount. 
** To be determined 
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